heads, and tail pulleys which may be contacted by persons be
guarded to prevent persons from contacting the unguarded parts
or reaching behind the guard and becoming caught between the
belt and pulley.

In this case, the inspector was concerned that someone
could contact the belt idler pinch points by reacting in or
contacting the unguarded belt where men and equipment regu-
larly passed under it.  He was also concerned that someone
could be injured in the event the belt broke and "whipped
out" and struck someone.  The evidence established that sup-
plies were stored near the unguarded belt location where men
and equipment regularly passed under it, and the location had
been previously guarded by a metal mesh guard which had dete-
riorated.  Respondent's safety manager conceded that someone
standing up in a piece of equipment while passing under the
unguarded belt could contact the exposed pinch points.  Under
the circumstances, I find that a violation has been estab-
lished and the citation IS AFFIRMED.

Citation No. 2507206

The testimony of the inspector establishes the existence
of loose coal and coal dust in the three cited entries and
crosscuts,1 and the respondent's safety manager, who was with
the inspector when the violation was noted and the citation
issued, confirmed the existence of the accumulations in ques-
tion.  I conclude and find that a violation of section 75.400,
has been established, and the citation IS AFFIRMED.

Citation No. 2507208

The testimony of the inspector establishes that the pack-
ing gland for the cited loader motor was loose and that a
service wire for one of the headlights was cut and not insu-
lated.  Section 75.503, requires that all electrical face
equipment be maintained in permissible condition.  The loose
packing gland and uninsulated cut wire rendered the loader
nonpermissible, and not in compliance with the -requirements
of the cited standard.  Respondent's safety manager did not
dispute the cited conditions, and while its maintenance direc-
tor testified as to matters concerning the gravity of the
violation, he did not examine the loader and had no personal
knowledge as to the actual condition of the cited loader in
question.  I find that the petitioner has established a viola-
tion of section 75.503, and the citation IS AFFIRMED.

777-inch required belt clearances.
